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Vt. A Table of the mean Heat of every Month for Ten Tears w 
London, from 1763 to tyyz inctujively. By -William 
Heberden, M. D. F. R. S. and A. S. 


Read January 31 9 1788. 
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EXPLANATION OF THE TABLE. 

The firft column of figures denotes the order of the months 
according to their degrees of heat, beginning with Auguft, in 
which the heat is greateft. 

The fecond, and third, are the heats marked at the hour ex« 
prefled at the top of each column, and the fourth is the mean 
between thefe two, 

The kft column is the mean of the greateft cold at night, 
obferved in Marlborough-ftreet for twenty years, by the late 
Right Honourable Lord Charles Cavendish, 


